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IN THE CHANNEL HOMEWARD BOUND. IN THE CHANNEL OUTWARD BOUND, 


CUNARD R.M.S. ‘ CAMPANIA,” CUNARD R.M.S. “IVERNIA,” 


12.950 Tons, 30,000 HoRSE-POWER, 14.027 Tons, 10,000 HorRsE-POWER, 


|lencaTH 625 FEET. LENGTH 600 FEET. 


ABSTRACT OF LOG OF THE 
CUNARD ROYAL MAIL STEAMSHIP ‘‘ CAMPANTIA.’’ 
Capr. H. Waker (Lizur. R.N.R,) a Py ee] 
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Date, I 1902. I visti e. Castide’: Longitude ) 
| 

Saturday, Nov. 22 ~ = | Left Liverpool 3-57 p.m: 
Sunday rs . 23 . 244 | To Q’stown | Arrived at Queenstown 7-23 a.m.- 

is bes a 61 Krom Daunt’s | Rock L’ship _ Left Daunt’s Rock 9-02 a.m. 
Monday, or 24 430 S175 NN. SEIT We 3, WW. to NaN Owed, 
Tuesday .., 25 405 5O°R7 .., SEAS 4s | N.N.W. to W.N.W. 
Wednesday ,, 26 390 45°IS ,, ri thas W.N.W. to N.W. 
Thursday __,, 27 480 45°R2: 51°59 ,, WV to. 
Friday om 28 450 NAS AR 4, 62°21 |, W. to W./N. 
Saturday 3 29 318 40" 27 GB"§S. ., | W. to N.N.W. 

5 se 3 223 To San ay Hook L’ship | 10-27 pam., Sandy Hook L’ship,abeamn 
From Daunt’s Rock to — 

Sandy Hook L’ship 2,737 


From Liverpool Barto | 
Sandy Hook L’ship } 3,019 


PASSAGE : | 
Daunt’s Rock to Sandy Hook Lightship:—G6 Days, 18 Hours, O Minutes. 


